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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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AMENDMENT NO. 1 MAY 1993 

TO 

IS 13456 : 1992 PESTICIDE — PIRIMIPHOS METHYL 

SPACE SPRAY — SPECIFICATION 

[ Page 1, Table 1, SI No. (iii) ] — Substitute the following for the existing 
nutter 

-iii) Flash point ( Abel ), Miti 24.5** C IS 1448 (Part 20 ] :1982' 



(FAD 01) 



Reprography Unit, BIS, New Delhi. India 



Pesticides Sectional Committee, FAD 1 



FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards, after the draft finalized 
by the Pesticides Sectional Committee had been approved by the Food and Agricultural Division 
Council. 

Pirimiphos methyl space spray is used in the control of flying insect pests. 

Pirimiphos methyl space spray is generally manufactured to contain 1 percent ( mim ) of pirimi- 
phos methyl. 

In the preparation of this standard, due consideration has been given to the provision of the 
Insecticides Act, 1968 and the Rules framed thereunder. However, this standard is subject to the 
restrictions imposed under the Act and Rules, wherever applicable. 

For the purpose of deciding whether a particular requirement of this standard is complied with 
the final value, observed or calculated, expressing the result of a test or analysis, shall be 
rounded ofi" in accordance with IS 2 : 1960 'Rules for rounding off numerical values ( revised )\ 
The number of significant places retained in the rounded off value should be the same as that of 
the specified value in this standard. 
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PESTICIDE — PIRIMIPHOS METHYL SPACE 
SPRAY — SPECIFICATION 



1 SCOPE 

This standard prescribes the requirements and 
the method of sampling and test for pirimiphos 
methyl space spray. 



2 REFERENCES 

The Indian Standards listed below 
necessary adjuncts to this standard: 

IS No. 
1070 : 1977 



are 



1448 
[ P : 20 ] 



1983 



6940 : 1982 



8190 

( Part 2 ) 



1988 



10627 : 1983 



13080 : 1991 



Title 
Water for general laboratory 
use ( second revision ) 

Methods of test for petroleum 
and its products [ P : 20 ] 
Flash point by Abel apparatus 
{first revision) 

Methods of test for pesticides 
and their formulations (first 
revision ) 

Requirements for packing of 
pesticides : Part 2 Liquid 
pesticides ( second revision ) 

Methods for sampling of 
pesticidal formulations. 

Pirimiphos methyl, technical 



3 REQUIREMENTS 
3.1 Constituents 

3.1.1 The material shall consist of pirimiphos 
methyl, technical, dissolved in suitable solvent(s) 
together with stabilizer(s). 

3.1.2 Pirimiphos methyl, technical, employed 
in the manufacture of the material shall con- 
form to IS 13080: 1991. 



3.2 Description 

The material shall be transparent and light 
coloured, kerosene base liquid with no extra- 
neous matter and unpleasant odour when 
sprayed . 

3.3 The material shall also comply with the 
requirements given in Table 1. 

3.31 When determined by the method descri- 
bed in Annex B of IS 13080 : 1991, the observed 
pirimiphos methyl content, percent (m/m) of 
any of the samples shall not differ from the 
declared nominal value by more than tolerance 
limits indicated below: 



Tolerance Limit, 
Percent 

+ 10 

- 5 

± 5 of the 
nommal 
value 

+ 5 

- 3 



Nominal Value, Percent 

Up to 9 

Above 9 and below 50 

50 and above 
4 PACKING 



The material shall be pacekd in tin plate 
containers, which shall be suitably lacquered 
from inside. The tin containess shall be 
wrapped individually in transparent polyethylene 
boxes of minimum thickness of 0-125 mm which 
shall be closed by heat seating and shall contain 
adequate space to collect the leaking matter. 



Table 1 Requirements for Pirimiphos Methyl Space Spray 

( Clause 3.3 ) 



SI No. 


CbanicteriBtlc 




Method of Test, Refto 


(1) 


(2) 


(3) 


(4) 


1) 


Pirimiphos methyl content, 
percent by mass 


Nominal value as declared 
on the container ( see 3.2.1 ) 


Annex B of IS 13080 : 1991 


") 


Acidity ( as H1SO41 ), percent 
by mass, Max 


0*05 


13.5 of IS 6940 : 1982 


iJi) 


FUsh point ( Al>ei ) 


24.5«C 


IS 1448 [Part : 20]: 1982 
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5 MARKING 

The containers shall bear legibly and indelibly 
the following information in addition to any 
other information as required under the 
Insecticides Act, 1968 and Rules framed there- 
under: 

a) Name of the material; 

b) Indication of the source of manufacture; 

c) Date of manufacture and date of expiry; 

d) Batch numbei; 

e) Net mass of contents; 

f ) Nominal pirimiphos methyl content, 
percent ( m/m ); and 

g) The minimum cautionary notice worded 
as in Insecticides Act, 1968 and Rules 
framed thereunder. 

6 SAMPLING 

When a bulk quantity of the material is offered 
for inspection, representative samples of the 



material shall be drawn as prescribed 
in IS 10627 : 1983 and tested within 90 days of 
its manufacturing. The criteria for conformity 
shall be as given in IS 10627 : 1983. However 
when the material is offered for inspection after 
90 days of its manufacturing, sampling shall be 
done according to IS 10627 : 1983 and the 
criteria for conformity of the material when 
tested, shall be the limits of tolerances, as 
applicable over the declared nominal value, 
given under 3,3.1 of this standard. 

7 TESTS 

7.1 Tests shall be carried out by the methods 
referred to in col 4 of Table 1. 

7.2 Quality of Reagents 

Unless specified otherwise, pure chemicals and 
distilled water ( je^ IS 1070 : 1977) shall be 
employed m tests. 

NOTE — 'Pure chemicals* shall mean chemicals that 
do not contain impurities which affect the results of 
analysis. 



Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Mian 
Standards Acu 1986 and the Rules and Regulations made thereunder. The Standard Mark 
on products covered b^ an Indian Standard conveys the assurance that they have been 
produced to comply with the requirements of that standard under a well defined system 
of inspection, testing and quality control which is devised and supervised by BIS and 
operated by the producer. Standard marked products are also continuously checked by 
BIS for conformity to that standard as a further safeguard. Detidls of conditions under 
which a licence for the use of the Standard Mark may be granted to manufacturers or 
producers may be obtained from the Bureau of Indian Standards. 



BwMtt of Miu Standard 

BIS is a statutory institution established under the Bureau of Indian Standardi Act, 1986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced 
in any form without the prior permission in writting of BIS. This does not preclude the free use, 
in the course of implementing the standard, of necessary details, such as symbols and sizes, type 
or grade designation. Enquiries relating to copyright be addressed to the Director 
( Publications ), BIS. 

Reviiion of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if 
any, are issued from time to time. Users of Indian Standards should ascertain that they are in 
possession of the latest amendments or edition. Comments on this Indian Standard may be 
sent to BIS giving the following reference: 

Doc : No FAD 1 ( 38 ) 



AmendmenU Iimied Sinee Pnbttcatlon 



Amend No. 



Date of Issue 



Text Affected 
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Headquarters: 

Manak Bhavan, 9 Bahadur Shah Zafar Marg, New Delhi 110002 
Telephones : 331 01 31, 331 13 75 



Regional Offices : 

Central : Manak Bhavan, 9 Bahadur Shah Zafar Marg 
NEW DELHI 110002 

Eastern : 1/14 C. I. T. Scheme VII M, V. I. P. Road, Maniktola 
CALCUTTA 700054 

Northern : SCO 445-446, Sector 35-C. CHANDIGARH 160036 
Southern : C. I. T. Campus, IV Cross Road, MADRAS 600113 



Telegrams : Manaksanstha 
( Common to all Offices ) 
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Telephone 

331 01 31 
331 13 75 

(37 84 99, 37 85 61. 
{37 86 26. 37 85 62 

53 38 43. 53 16 40. 
53 23 84 

[41 24 42. 4125 19. 
23 15. 41 29 16. 

(632 92 95, 63 27 80. 
{632 78 92 
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Western : Manakalaya. E9 MIDC, Marol. Andheri ( Bast ) 
BOMBAY 400093 

Branches : AHMADABAD. BANGALORE. BHOPAL. BHUBANESHWAR, COIMBATORB 
FARIDABAD. GHAZIABAD. OUWAHATI. HYDERABAD. JAIPUR. KANPUR, 
LUCKNOW. PATNA. THIRUVANANTHAPURAM. 
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